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ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-05 EB-07 COME-OO /031 W 

013266 

R 040945Z MAR 75 
FM AMCONGEN NAPLES IT 
TO SECSTATE WASHINGTON DC 4274 
INFO AMEMB ROME IT 

UNCLAS NAPLES 202 
E.O. 11652: N/A 

TAGS: OGEN, EIND, ETRD, TBIO, IT 

SUBJECT: FDA ADVISORY - IN VITRO DIAGNOSTIC REAGENT 
REF: STATE 042181 

1. RE LOT SHIPPED TO LABORATORIO INTERN AZIONALE DI GENETICA E 
BIOFISICA, 10 VIA MARCONI, 80125 NAPLES, ITALY, CONSIGNEE HAS STATED 
THAT LETTERS FROM ENDO LABORATORIES INC., DATED DECEMBER 30, 1974 
AND JANUARY 5, 1975 RESPECTIVELY, HAVE NOT REPEAT NOT BEEN RECEIVED. 

2. POST HAS PROVIDED INFORMATION CONTAINED REFTEL TO MRS. LUISA 
JOF.T .F. OF THE LABORATORIO'S PURCHASING DEPARTMENT. HOROWITZ 
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Document Number: 1975NAPLES00202 
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Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: I 

Film Number: D750076-0186 
From: NAPLES 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750385/aaaacyej.tel 

Line Count: 34 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
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Page Count: 1 
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